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PART III 


Factories and Boilers Department 


NOTIFICATION 


First Boiler Attendant s Competency Examination - 2019 


No. T1/9226/ 2019 /F & B /BACE . 


13th December 2019. 


It is hereby notified as required under Rule 21 of The Boiler Attendant s Rules 2011 that the First Class Boiler 
Attendant s Competency Examination scheduled to be held from 8th, 9th and 10th of January 2020 has now been 
postponed to 23rd and 24th of January 2020 since there is a National strike on 8th January 2020 announced by certain 
trade unions. There is no change in the venue and timings as notified earlier. 


Thiruvananthapuram . 


( Sd.) 
Director of Factories & Boilers & 
Chairman , Board of Examinations. 


Gaz . No . 1/ 2020 /DTP (Factories & Boilers ). 
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